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The National AIDS Information Clear- 
inghouse (NAIC), a service provided 
by the US Department of Health and 
Human Services, Public Health Serv- 
ice, Centers for Disease Control, can 
be reached at 1-301-762-5111, Mon- 
day through Friday between 9 am and 
7 pm (EST), or by writing: NAIC, Box 
6003, Rockville, MD 20850. 
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...to the adventure of a lifetime— 
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the beautiful golden beaches of 
Florida’s southwest coast. 


Our Endless Summer Program lets you exchange a 
world of snowstorms and sub-zero temperatures for warm 
afternoons beside the crystal blue waters of the Gulf of Mexico. 


And here you can work side-by-side with other talented 
professionals who have chosen seasonal employment at 
SOUTHWEST FLORIDA REGIONAL MEDICAL CENTER, a 
400-bed acute care facility that has built a reputation as one of 
the area’s most exciting health care institutions specializing in 
cardiovascular technology. 
We'll provide round trip transportation and furnish free 
housing! And, we'll start you at a very generous $16.00/hour, 
with immediate health insurance coverage and a flexible staffing 
plan that lets you choose your shift and specialty area. 
If you’d like more information on your adventure in 
wWw% the sun, call Kim Wiethorn at 1-800-223-5407, 
= = ext. 8552. Fqual Opportunity Employer. 


4:2: Southwest Florida 
Regional Medical Center 
Another Basic American Medical Company 
3785 Evans Avenue, Ft. Myers, FL 33901 
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OPTIMUM CARE... 
OPTIMUM CHALLENGE 


Providing optimum care for environment that features on-going 
critically ill patients at Methodist research and advanced medical 
Hospital is assured, thanks to our care programs found in few other 
dynamic team of Critical Care hospitals nationwide. You'll also 
Nurses. Here, our RNs achieve enjoy our progressive philosophy 
professional excellence because on learning that goes far beyond 
they're given the freedom and orientation and on-the-job training. 
support to reach their maximum Our unique Computerized 
potential. Education Center for Neuro 
Whether you choose eer Care —— ICU areas 
» Neuro Critical Care 

Ir 
Adult Critical Care 


« Special Care Nursery Come join our 1120-bed hospital 
« Cardiovascular Critical Care located in dynamic Indianapolis, 


e iti the capital of Indiana. Please 
Care call our Nurse Recruiters, COLLECT 


at 317/929-3362 or write to P.O. 
...you’ll work in a modern, active Box 1367, Indianapolis, IN 46206. 


Equal Opportunity Employer 
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